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FD-PC81  SINGLE  DRIVE  UNIT 
FD-PC82  TWO  DRIVE  UNIT 


The  FD-PC8  is  a  new  8"  double  sided  disl<  drive  sub-system  tliat  adds  an  impres- 
sive 2.5  megabytes  ot  online  storage  capacity  to  your  IBM  PC.  Coupled  with  the 
640  kilobyte  capacity  otthe  two  5Va"  internal  drives  in  your  IBIVI  PC,  the  system  gives 
you  enormous  data  base  capability  fror^  ^'^'^  nn^noont  \/ni  i  nh  m  it  in! 

PRICE  REDUCED  BY   POPULAR  DEMAND'   * 
2  DRIVE  FD-PC8, 
1  DRIVE  SYSTEM, 
ENCLOSURE  A&T. . 
ALSO  AVAILABLE 


IBM  PC  styling. 

The  FD-PC8  looks  like  your  other  IBM  PC  compo- 
nents. Same  styling.  Same  color.  Same  dimen- 
sions. It  stacks  neatly  under,  on  top  of,  or  next  to 
your  IBM  PC,  and  better  still,  is  only  one-half  the 
height  of  standard  8"  drives. 

IBM  PC  and  mainframe  compatible. 

Total  interface  capability  with  both  IBM  mainframes 
and  PC  affords  new  and  unique  data  base  flexi- 
bility and  computing  opportunities  to  the  serious 
PC  user. 

Long  life  design  features. 

The  FD-PC8  utilizes  Shugart  drives;  the  standard  for 
quality  and  reliability  in  the  computer  industry. 
Unlike  most  disk  drives,  the  motor  runs  only  when 
selected,  greatly  increasing  the  life  expectancy 
oftheFD-PCS. 


BY 

.  .$1310.00 

..   894.00 

320.00 

WITH  10MB 


HARD  DISK 


FLOPPY 
IDISK 
SERVICES 


FLOPPY  DISK 
SERVICES,  INC. 
741  Alexander  Road 
Princeton,  NJ  08540 


Full  one  year  warranty  on  materials  and  workmanship. 
Two  fully  assembled  and  tested  Shugart  double- 
sided  8"  drives  also  available  in  one  drive 
configuration. 
Direct  drive  DC  motor. 
Exactly  Vi  the  height  of  standard  8"  drives. 
IBM  PC  styled  and  painted  cabinet. 
All  cabling  included. 
IBM  3740  format  compatible. 
No-mar  rubber  feet. 

Sturdy  construction  easily  supports  PC  or  monitor 
Power  supply  designed  for  long  life,  trouble-free 
operation. 


PRICING 

FD-PC8 . . .  dual  system/S  1495.00 . . .  single  system/S  1095.00 
•Maynard  Controller/$245.00. .  .JFormat/$50.00 

■  Use  of  the  8"  system  requires  ttie  Maynard  8"  controller  and  Toll  Tree  Systems* 
JFormat™  software,  allowing  the  use  of  two  internal  5%"  drives  and  the  two 
outboard  8"  drives. 


IBM  PC  is  a  registered  trademark  of  International  Business  Machines  Corporation. 
Maynard  Controller  is  a  registered  trademarl<  of  Maynard  Electronics, 
JFormat  is  a  registered  trademark  of  Tall  Tree  Systems, 


Plug  into  the  perfect  IBM  PC  add-on! 

For  more  information  about  the  FD-PC*,  call  (609)799-4440. 
Or  call  our  toll  free  order  line  at  (800)  223-0306. 
Dealer  Inquiries  Invited. 


